1210 - New York Metro ROU 


From: Kuruc, G. Nick (CAM) 1240 

To: *=Allln1: Do Not Send PC Files; 1210 - New York Metro ROU; 1310 - Philadelphia 

ROU; 1510 - Hartford ROU; 1610 - Buffalo ROU 

Cc: 1300 - Philadelphia Region; 1500 • Hartford Region; 1600 - Buffalo Region; 1643 - 

Albany Chain 

Subject: Grand Union Company (0206-00-00) 

Date: Wednesday, May 24,1995 1:43PM 


All Divisions With Grand Union N . Y. Region (0206-01-00), and Northern Region (0206-03-00) 

Stores 

The following brands have been discontinued from the Montgomery Warehouse due to poor movement: 

Winston Select Slim Light 100's 
Doral Light Box 
Doral FF Box 

Should any store have customers for these items, Grand Union’s secondary suppliers can be used as 
a source of supply. 






